WALL CORNER PROTECTORS
Required Physical Capabilities:

Wheelchair mobility.
Rationale:

These rubber or plastic attachments, placed on the
lower part of protruding corners, protect them from acci-
dental wheelchair damage.

Analysis:

Electric wheelchairs  are  not  always  easy  to  control   in
fine  movements,   and  may  bump and  mark  unprotected  corners.
These  attachments  enhance  the general  appearance  of   the
apartments  and  protect  the places  most  susceptible  to
accidental  damage.

Recommendations:

-  Corner  protectors  should  be  used  to enhance
appearance  of  units  and  reduce maintenance.

EMERGENCY   CALL   SYSTEM
Required  Physical  Capabilities:

Push pressure  pad,   speak  toward  call  box.
Rationale:

Since  quadriplegics  require  assistance with  many
activities  of  daily  living,   and  since  medical  emergencies
may  occur  at  any  time,   residents  must  be  able  to  reach   a
Staff  Attendant  at  all  times.

Analysis:

Although residents found the signal control in the
bedroom easy to operate, some suggested that similar
controls be located in all rooms of the unit.  There is a
call box in the bathroom, but the pull cord cannot be
reached.

There is no emergency power supply, and some residents
felt extremely apprehensive about the possibility of a power
failure.
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